FIA Formula 1 
World Championship.. 





7 i: 


2021 EMILIA ROMAGNA GRAND PRIX 
15 - 18 April 2021 


From The Stewards Document 1 

To All Teams, All Officials Date 14 April 2021 
Time 14:52 

Title Circuit Map 


Description Circuit Map 


Enclosed EMI DOC 1 -IMOLA_CIRCUIT_21 FIA.pdf 


Tim Mayer Silvia Bellot 
Tom Kristensen lacopo Arcangeli 


The Stewards 


Doc 1 





I, 


FIA Formula l 
World Championship m 


FORMULA 1 PIRELLI GRAN PREMIO DEL MADE IN ITALY E DELL’EMILIA ROMAGNA 2021 - Imola 









Circuit Map 
18 mis 
M18c M18b 
M18 
M18a DIRS 
/ —" DETECTION 1 
DRS M16b 
eA 


ACTIVATION 1 


ie) 20 
As 





M16a 


Me2d 


Start Line 

Control Line 

Sl Sector 1 [115m before Turn 7] 

S2 Sector2 [190m before Turn 14] 

T  $SpeedTrap [120m before Turn 17] 
DRS Detection1 [20m before Turn 17] 
DRS Activation 1 [60m before Turn 19] 

19 Corner Numbers 

M22 N\arshal Post 

1s. FIA Marshal Light Number & Location 


Circuit Centreline Length = 4.909km 








© 2021 Formula One World Championship Limited 
The F1 FORMULA 1 logo, F1 logo, FORMULA 1, FORMULA ONE, F1, FIA FORMULA ONE WORLD CHAMPIONSHIP, GRAND PRIX and related marks are trade marks of Formula One Licensing BV, a 
Formula 1 company. The FIA logo is a trade mark of the Fédération Internationale de |'Automobile. All rights reserved. VERSION 1 - ISSUED 20.03.21 


